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An introductions to the background and some of the players in this affair.

Madam

In the multi-million-dollar Penthouse, it has a three-sided view of Mount. Rainer, the Puget Sound, and the Space Needle from the same spot in the room. Only a turn of the head is needed for the view.

In the room sits a 20-foot solid walnut desk. The desk sits on a blood red silk rug. The rug is from mainland China. They never allow such a masterpiece to leave their country, but she has it on her floor. The rug has a story of its own. The woman known only as the ‘Madam’ is sitting behind the desk. She is called Madam out of respect; boss would never do. 

The Madam behind the desk is a dark-haired beauty some place between twenty-five and forty-five years old. Some have described her as statuesque, charming, stately, debonair, classic, deadly, cold, and calculating but never in her presence.

To her, a million American dollars is petty cash and tracked as such. Few people know who she is, and the smart ones do not want to know. Seldom does she visit any of her ventures. If she does, someone will likely pay dearly for it. Her organization may have only her office staff and at other times, it may number in the hundreds, or even a thousand.

But Jones’ view on ‘bikini body armor’ maybe the closest of all.

Solviegn Blum

The next woman is six feet two inches, stately blond; her skirt is just above the knees and is a lite blue color. Her hair is short, almost a boy cut. She is blue eyed, has a perky nose and a long neck. From any point of view, she is never mistaken for a boy. Her name is Solvieg Blom, which means sun colored, yellow; Blom in Norse.

Solvieg has plans for the evening. He hair is short for a better fit in her racing helmet. She has her own 600-pound Harley. She rides it only in competitions. He first love is her Formula One racing car. Her height required a modified driver’s compartment.

My-Ling

The Asian is large for her nationality, black hair down to her waist. My-Ling’s name means happy days. She has on a pure silk blue gown from a small village in south China. The slit goes up above her waist in the gown with nothing but smooth skin showing. She could be eighteen years old, but she is not. This is her formal attire; otherwise it would be levi’s, cowboy boots and a western shirt with real rubies, front and back.

Briallen Couch

The next woman is Briallen Couch which mean Primrose, red in Welsh. The auburn-haired woman is nearly six-feet-tall in a pair of stylish black shoes with a half inch heel. The white blouse is tucked into a rather form fitting pair of black slacks. They are being held in place by a four-inch alligator belt. It appears she could have been the person that wrestled the gator down. Her eyes are jet black which comes more from the fury in her eyes than their brownish black color. When annoyed, she tends to drop back into her native language of Welsh. It is rumored she can make a sailor blush with her choice of words

If Briallen has no plans for the evening; she will change into something more casual, pull out her 17th century cello, and get into some heavy Bock.

These four women might yet be recognized from their movements on the ‘Cat-Walk’ of the international high end fashion exhibitions. Some would remember, with a sigh, the high prancing, long legged, figures of womanhood and wonder why they retired from the game.

Enough with this, let’s get to the action.
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In a coal fired electric power generator plant, the general manager says, “This plant is on its last legs. The next EPA environmental change and we are history. We have a good offer for the plant, but it includes two of our old plants that are shut down. As of today, 18% of all electrical power in the USA is created by coal but we are out of date.

He pauses, “They also want our closed coal mines. They are far from the federal code but we have no need for the coal. What bothers me is what do they know that we do not know? They are talking millions for the coal which they might sell but what of the plants?”

A VP says, “They might be gambling on a profit. But better them than us. We have a use for the money.”

The chairman nods, “We could use their money to fund our two top priority projects. We know they will make money and keep us afloat. I say we sell, comments? None, bring me the papers to sign.’

A lower senior manager says, “I agree, maybe we can find something else they could buy.”

Solviegn is in the coal offices for the signing of the papers for the coal and mines she says, “I like deals where both parties win. I know you all wonder why we are buying your plants and coal. We can salvage the plant at about our costs. The coal is a long term item. What you may not have figured into the deal is your connection to the electrical grid which we just bought. A somewhat unique item but it may have future value.”

After all the 6-2 footer of Solviegn has left the signing with the papers, the chairman asks, “No where in all our papers did they mentions our grid connection to the electrical grid. Well, it is done and we will move on. Would someone tell me just what the grid connection is and what its value is?”

Later that day, the chairman reads, “A grid connection is just an agreement to agree to certain rules if and when you provide power to the grid. It must be a minimal size, duration, and with certain safeguards for both parties.

In the penthouse, Solviegn says to the Madam, “We have the remaining coal fired plants and coal fields in the plan after you sign these papers.”

The Madam says, “Please start to refire the closed plants and bring the coal mines online. We will need them soon.”

Hydro Power today accounts for 7% of all electric power generated in the USA.

Upstream from several water power plants offers are being made for their water rights. Also below the plant are offers being made for their water rights.

One old farmer says too a few of the people gathered, “People, I have also had an offer to sell 10,000 acre feet. It has some very unusual conditions. Makes no sense to me. The first clause says I can buy back my original water at the same price. And the buyer must offer it to me before they offer it to anyone else.

“If that is not enough they will allow me to use a fixed volume of water anytime I want.”

Another farmer says, “Tarnation, several hundred acre feet is not a small amount, then we can buy most of it for what we sold it.”
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My-Ling reports to the Madam, “We have 47% of the water rights in our name or tied up for several weeks. We need only one more big water holder and we have control of the water to run the five plants on the river. The budget is within the guidelines you set.”

The Madam raisers her head from the single sheet of paper on her 20-foot walnut desk.

“Very good. Please inform me when we have crossed the critical point for the water rights. Thank you.”

Two days later, My-Ling reports, “Madam, we have procured 101% of all the water we need. We will continue to supply the water downstream as before. This year appears to be above normal precipitation. We will store the extra water for future use.”

“Thank you.”

Wind Power accounts for about 10% of the available electrical power in the USA.

Briallen meets with the majority of wind to electrical power people. There are several large wind farms not in the USA. Briallen has the assignment of putting most of the wind power generation in the USA and Europe under the Madam’s control, if possble.

Briallen meets with the four largest wind farms in Europe. She is in her standard dress, “Gentleman I wish to buy if not your company, then your equipment and some of your contract for power. I represent the organization that you will be dealing with to buy every item you will need for your farm in the future. We wish to be become a one stop shopping centre soon for wind power equipment. Soon you will be doing business with us for your wind farms.”

She continues, “I have hit you hard but you will still play a major role as you do now in wind power. We wish to bring ‘economy of scale’ to wind power. Purchasing power on a large scale will save money. This can even lower the overall price to the consumers.”

She pauses, “We intend to use new technology to be able to always run the farms at 100%; storing what is not used. We have tried this in the far east and here are the results. Have your people look over this? We will be happy to run a test on any of your part of the farm.”

She turns, “In two hours from now our proposal will expire. We all then become direct competitors. Yes, we have used the stick and carrot method. Yes, I hope a few of you will come and join us.”

Breallen leaves the meeting almost as fast as she came.
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